)# 

Fentanyl Citrate Injection USF 

Results 

Observations 

Fentanyl 

(ug/mL) 

HPLC 

Analysis 

Date 


Safety Seal and Septum Punctured 

25.4 

1/31/2012 


Safety Seal and Septum Punctured 

<1.27 

1/31/2012 


Safety Seal and Septum Punctured 

12.0 

2/1/2012 


Safety Seal and Septum Punctured 

<1.27 

2/1/2012 


Safety Seal and Septum Punctured 

25.3 

2/1/2012 


Safety Seal and Septum Punctured 

1.50 

1/31/2012 


Safety Seal and Septum Punctured 

2 13 

1/31/2012 


Safety Seal and Septum Punctured 

2.43 

1/31/2012 


Safety Seal and Septum Punctured 

1.84 

1/31/2012 


Safety Seal and Septum Punctured 

<1.27 

1/31/2012 


Safety Seal and Septum Punctured 

<1.27 

1/31/2012 


Safety Seal and Septum Punctured 

<1.27 

1/31/2012 


Safety Seal and Septum Punctured 

<1.27 

1/31/2012 


Safety Seal and Septum Punctured 

21.8 

1/31/2012 


Safety Seal and Septum Punctured 

24.2 

1/31/2012 


Not Punctured 

50.3 

1/31/2012 


Safety Seal and Septum Punctured 

24.8 

2/1/2012 


Not Punctured 

51.0 

2/1/2012 


Safety Seal and Septum Punctured 

25.2 

2/1/2012 


Safety Seal and Septum Punctured 

23.5 

2/1/2012 


Safety Seal and Septum Punctured 

<1.27 

2/3/2012 


Safety Seal and Septum Punctured 

<1.27 

2/3/2012 


Safety Seal and Septum Punctured 

<1.27 

2/3/2012 


Safety Seal and Septum Punctured 

1.49 ! 

2/3/2012 


Safety Seal and Septum Punctured 

1.73 

2/3/2012 


Safety Seal and Septum Punctured 

29.9 

2/3/2012 


Safety Seal and Septum Punctured 

22.6 

2/3/2012 


Safety Seal and Septum Punctured 

<1.27 

2/1/2012 


Safety Seal and Septum Punctured 

<1.27 | 

2/1/2012 


Safety Seal and Septum Punctured 

4.72 

2/1/2012 


Safety Seal and Septum Punctured 

16.6 

2/1/2012 


Safety Seal and Septum Punctured 

3.00 ! 

2/1/2012 


Safety Seal and Septum Punctured 

1.36 

2/1/2012 


Safety Seal and Septum Punctured 

<1.27 

2/1/2012 


Safety Seal and Septum Punctured 

<1.27 ! 

2/1/2012 


Lab Sample ID# 


HPLC QC Recovery: 

1/31/2012 - 99%, 100% & 100% 
2 / 1 / 2012 - 101 %, 101 %, 101 %, 101 % 
2/3/2012-101%, 102% 


Folk OIG PRR 003433 



GC/MS Full Scan Results 
Analysis Date 2-7-12 

Confirmed 

Below Detection 

Confirmed 

Below Detection 

Confirmed 

Below Detection 

Below Detection 

Below Detection 

Below Detection 

Below Detection 

Below Detection 

Below Detection 

Below Detection 

Confirmed i 

Confirmed • 

Confirmed i 

Confirmed • 

Confirmed 

Confirmed j 

Confirmed 1 

Below Detection 

Below Detection 

Below Detection 

Below Detection 

Below Detection 

Confirmed j 

Confirmed ? 

Below Detection 

Below Detection 

Below Detection 

Confirmed \ 

Below Detection 

Below Detection 

Below Detection 

Below Detection 


Fentanyl Citrate Injection USP 
Results 
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